STYLE REF: RF246 pARock Fall? 


STYLE NAME: PLOUGH INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: NON-SAFETY | UK 6-13 (WHOLE SIZES) | COLOUR: BROWN 


PLOUGH IS HIGHLY ROBUST AND DEVELOPED WITH SPECALIST DURABLE MATERIALS 
INCLUDING GOODYEAR WELTED NITRILE RUBBER OUTSOLE, HIGH QUALITY WAXY FULL GRAIN 
LEATHER, HIGHLY DURABLE LEATHER PULL LOOP AND LEATHER COVERED SIDE ELASTIC. 
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Upper Material 

LWG Water repellent waxy full grain leather 

Lining Materials 

Moisture wicking breathable 100% post-consumer recycled polyester 
Outsole 

Activ-Step® shock absorbing Nitrile Rubber outsole 

Footbed 

Activ-Step Anti-fatigue recycled polyester and PU footbed 


Find this product at httos:// www.rockfall.com/products/Plough 
Browse all products at https://www.rockfall.com/products 


PROUDLY MANUFACTURED BY ROCKFALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS. UK 


